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Surveillance Kit with Microphone Endoscope Probes 

Model 5509 



Contents 

• Audio Pencil Probe with 3 snap locking insertion tubes 

• High resolution 17K pixel Pencil Probe Endoscope with 0.96mm x 300mm insertion shaft 

• 'C' Mount TV adapter - TV-ULT28 

• Pocket light source 

• Kit Case with hard foam cut-outs 



Applications 

A universal covert intelligence kit providing sight and sound through 1mm hole. Ideal for 
use with silent drills particularly in hostage situations and long-term monitoring of terrorist 
suspects. 
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If you would like further Information about ELAMAN, 
or would like to discuss a specific requirement or project, please contact us at: 

Elaman GmbH 
German Security Solutions 
Seitzstr. 23 
80538 Munich 
Germany 

Tel: +49-89-24 20 91 80 
Fax: +49-89-24 20 91 81 
info@elaman.de 
www.elaman.de 








